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MEMORANDUM FOR: Deputy Director of Centrel Intelligence 
2 : 
THROUGH t Deputy Director for Support 2. seu NOI 
SUBJECT : Development of the Xey Generator for Clendestine Use 


1. This memcrendum contains » recommendation for your action in 
peregrepn |. 


2. Since 1969, the Central Intelligence Agency, in consultation with 
the Netional Security Agency, hes been interested in obtaining a key genere~ 
tor system for use in elendestine operations in lieu of one~time pads. Two 
principal difficulties have heretofore been controlling: {e) the leck o7 
accertedle microminiaturizetion techniques, end (b) the nonarailebilits of 
eryptcolosie witel, if compromised, would not s@@ metertelly te the technicel 
competence of another netion. 


3e It fs believed thet both of the above difficulties hrve been sur~ 
eounted. The ettached memorandum represents the policy level request to the 
Netional Security Agency which, we underetand, is needed to achieve full 
consideration aug, hopefully, epprevel of eur recuirement for releege of 
the necesgary eryptologie. If MBA egrecs, @EA vill package the cryptolovic 
as Operntiqnell: reguired in new communications systems. 


4, It ts recomended that you sign the ettached memorendur to the 
Direetor, Netionsl Security Agency. 
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: Puts Director for Support 
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